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and Priory of Norwich and St. Margaret's Church at Lynn are
the fruits of his repentance. The Cathedral, in spite of later
additions, remains in essentials a Norman building, being one
of the few to retain the Norman Processional path and radiating
chapels. To the south were the monastic buildings, to the
north the bishop's palace. The Cathedral precincts were
walled and entered by a gate from Tombland, to the great
annoyance of the citizens, who complained that the bishop had
encroached on their land for the purpose.

Relations between the Priory and the citizens were never
cordial and the climax was reached in an extraordinary riot in
1272, in which the Cathedral and Priory were fired. Following
a quarrel at the Fair of Holy Trinity between the townsmen
and the servants of the Priory, the latter closed their gates and
began shooting with cross-bows at the people in Tombland.
The townsmen retaliated, fire was slung at the roof of the
Cathedral, the gates of the Priory were burnt down and it was
sacked. Meantime the Prior returned from Yarmouth with
reinforcements and entering the town sword in hand restored
order after a fight in which many citizens were killed and their
houses fired. The bishop laid the town under an Interdict
and Edward I arrived in person to fine the city 3,000 marks
and to order the building of the Ethelbert Gate as part of its
penance for a very expensive riot. Bad feeling seems to have
persisted, for in 1443 the Priory was besieged by the town with
artillery. In 1524 Cardinal Wolsey put an end to the feud by
settling the bounds of their respective jurisdictions. Shortly
afterwards the Priory was dissolved.
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